ARIZONA DEPARTMENT OF CORRECTIONS 
FEBRUARY 2018 WILDLAND FIRE/BRUSH ABATEMENT REPORT 


COMPLEX 

Wildland 
Fire Crew 

Fire Name 

Location & 
County 

Deployment 

Date 

Crew #: 

Deployed 

Days 

# of 
Staff 

# of 
l/M’s 

Fire Hrs 
Worked 

Brush Abatement 
Activity: Work 

BA Hrs 
Worked 

BA# 

l/Ms 

WIPP Hrs 
Worked** 

WIPP# 

l/Ms 

Cords of 
Wood 

Douglas 
































TOTAL 
















Florence 
































TOTAL 
















Globe 
































TOTAL 
















Lewis 

Sgt.- 1 

Knob Hill Fire 

Wilcox, AZ 

2/10/2018 


3 

3 

18 

864 






0 


CO M's - 2 
















l/M's 18 

























Project Work 
















Main Drain Project 
(02/05/18 -02/07/18) 

603 

18 














Main Drain Project 
(02/20/18 - 02/22/18) 

585 

18 














Main Drain Project 
(02/27/18 - 02/28/18) 

378 

18 






























Community Betterment 
Work 
















None 
































On-Complex WIPP 
Projects 
















None 






































TOTAL 






3 

3 

18 

864 


1566 

18 

0 

0 

0 

Perryville 
































TOTAL 

















1 

















































Safford 
































TOTAL 
















Tucson 
































TOTAL 
















Winslow 
































TOTAL 
















Yuma 
































TOTAL 
















TOTAL DAYS / STAFF / INMATES / HOURS: 

3 

3 

18 

864 

TOTAL BA & WIPP 

1566 

18 

0 

0 





TOTAL INMATE HOURS 

2448 



**lf WLFC is requested by any municipality, hours are to be reported as WIPP 


2 





































